James Livingston I                        ,Born Apr. 7, 1797
Died Dec. i, 1874
married
Gabrielle Le Due                             Born Feb. 2, 1802
Died Oct. 30, 1853
James
Born Mar. n, 1825
Died Apr. 19, 1890
Julia
Born July i, 1827
Died Aug. 10, 1880
Gabrielle
Born Dec. 4, 1830
Died Mar. 14, 1892
James Livingston II                         Born Mar. n, 1825
Died Apr. 19, 1890
married
Ann Severs                                      Born June 30, 1835
Died Dec. n, 1895
James
Born Aug. 5, 1853
Died Jan. 23, 1909
John
Born May 15, 1855
Died July 7, 1875
Julia
Born Apr. 21, 1857
Died May 20, 1925
Peter
Born NoV. 28, 1859
Died Aug. 2, 1890
Gabrielle
Born Jan. i, 1861
Died Aug. 2, 1890
James Livingston III                       Born Aug. 5, 1853
Died Jan. 23, 1909
married
Beth Johnstone                                Born Oct. u, 1864
Died Dec. 6, 1893